Message 


From: 

Sent: 

To: 

CC: 

Subject: 

Attachments: 


Lobik Stephen [slobik@facil.umass.edu] 

1/3/20114:28:04 PM 

Hanchett, James (DPH) [James.Hanchett@state.ma.us] 
Pocsik Mark [mpocsik@facil.umass.edu] 

FW: DPH Data / phones 
DPH Tel data.pdf 


Jim, 

the attached pian. It's the plan i worked with you to 
which has yet to begin. 

Thanks, 

Stephen 


The phone and data should be installed according to 
complete. Again I will try to stop by after my 10:30 


From: Lobik Stephen 

Sent: Monday, December 20, 2010 10:19 AM 
To: 'Graeme Sephton'; rsimpkiss@ureach.com 

Cc: 'Rick Grant'; Pocsik Mark; 'Byrne, Eric (DPH)'; 'Hanchett, James (DPH)' 

Subject: DPH Data / phones 

Graeme and Bob, 

I will not be able to meet at 1:30 today. I didn't realize my boys have an orthodontist appointment I need to 
bring them to. What I was hoping to achieve at the meeting was to resolve separation of phone jacks from 
data jacks. I forwarded the attached plan earlier for your use. 

It appears to me all we have to do is... 

1. Pull data out of three jacks in 251A. 

2. Pull phone / fax into those jacks as the phone number show on the attached plan. 

3. Add one phone jack in 247A. 

4. Add one phone jack in 247. 

If I am missing something please let me know. You can reach me this afternoon on my cell if you need me. 
Thanks, 

Stephen 


«DPH Tel data.pdf» 
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Stephen Lobik 


Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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